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three vital points which put the entire system out of
gear, but the Turkish Fourth Army was contained
on the very flank where it could least trouble Allenby,
Moreover, these actions confirmed in the mind of
the Turks the belief that the British blow would fall
on their left. FeisaFs spies went through the villages
declaring that he was but the advance guard to a
mighty force, and when Allenby struck there was no
holding the Turk. His telephones were down and
his railways would not work. The British right flank
worked forward to seize Deraa, It found the work
done by Feisal Feisal preceded it all the way to
Damascus, his troops leaving notes at conspicuous
places by the wayside informing the British that the
path was clear. The Turkish Fourth Army broke,
and as it pursued its way northward, it took toll of
the Arab villages. The Fourth Turkish Army was
harried, chivvied, and charged, until but a remnant,
and that the compact German stiffening, escaped
into Anatolia, there to have its wounds dressed by
Mustapha Kamal, who took over command from a
disgusted General von Sanders, and held the line
on Turkey's own frontier,
Feisal and his Arabs were called upon to play a
great and glorious role, and they sustained it. By
their efforts, Turkey was first reduced to that state
where General Allenby and the British Cabinet could
envisage collapse. Feisal held the fort while Allenby
was reforming his army, and he played a conspicuous
part in the manoeuvres which were to blind the
Turk as to the British general's intentions, and a
glorious one in the final endeavour.